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ABSTRACT

The efficiency of a gasification process is directly related to the rate of biomass conversion into product gas. The rate of fuel conversion depends on the interaction of fuel with the bed material, the gasifying agent, and the residence time of fuel particles. The interactions and the residence time depend on the fuel feeding positions along the height of the reactor. Thus, the fuel feeding position in a gasification reactor is an important parameter that influences the efficiency of the gasification process; longer resi-dence time of the fuel particles in the bed enables efficient carbon conversion and less tar formation. In this work, in-bed and on-bed feed positions of the fuel particles have been investigated using a computational particle fluid dynamics (CPFD) model. The model is developed and validated against experimental data obtained from a bubbling fluidized bed gasification reactor. Experiments were car-ried out in a 20 kW pilot scale bubbling fluidized bed gasification reactor. Wood pellets of 3–30 mm length and 5 mm diameter are fed into the reactor at a mass flow rate of 2.4 kg/h. The molar flow rate of the producer gas, which typically consists of CH , CO, CO , and H for both the in-bed and on-bed 4 2 2 cases, is calculated by the CPFD model. The results show that CO and CH concentrations increase in 4 the product gas when the biomass is fed at the location near to the bottom of the bed, while CO and H 2 2 increase in the case of on-bed feed. The fuel particles segregate, followed by partial combustion of the smaller fuel particles on the bed surface in the case of on-bed feed. The total mass of the bed including unreacted char is higher for on-bed feed, indicating that the char is consumed slowly. The CPFD model can predict the product gas compositions, the fuel conversion, changes in the bed hydrodynamics, and the product gas yield at different feeding positions of the fuel particles. Thus, the model can be useful for design purposes.
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1  INTRODUCTION

Gasification of biomass is a sustainable conversion technology to cope with an increasing environmentally friendly energy demand. The interest for gasification using fluidized bed is growing, since the process provides uniform heat transfer and fuel flexibility [1]. Ideal mix-ing of the fuel particles, the bed material, and the gas phase promotes excellent heat transfer in a fluidized bed. The efficiency of the gasification process is determined by the conversion rate of biomass (to the product gas) [2]. The conversion of solid biomass into producer gas is a complex thermochemical process that occurs in several steps. The first step is drying and devolatilization. The volatile components are released as soon as the biomass is fed into the reactor, and this step is known as pyrolysis. The char remaining after volatilization of bio-mass is gasified at temperatures in the range of 700°C–800°C using steam or air as the gasifying agent. For a given feedstock, the quality of the product gas is dependent on the air to fuel ratio [3, 4], the temperature of the reactor [3], the residence time of fuel in the reactor [5, 6], and the feed position [7]. The feed position of biomass to the reactor influences the distribution of biomass inside the bed, and thus the fuel conversion efficiency. The conversion rate of biomass is dependent on the contact time between the biomass and the gasifying agent and the amount of heat the biomass requires for chemical conversion. The density difference between the bed material and the biomass causes particles to segregate in a fluidized bed. 
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Furthermore, the lift force exerted by the gas bubbles that envelops the biomass during devol-atilization transports the lower-density and larger-size biomass to the surface of the bed [8, 9]. The segregation of biomass is more intense in the case of on-bed feed as the biomass tends to remain on the surface of the bed, increasing the residence time. The residence time of the biomass can be estimated based on the transportation time of the biomass between two refer-ence locations, the relative amount of the fuel participating in reactions, and the time elapsed before complete conversion of the biomass is achieved [6].

Several experimental works have been conducted on the on-bed and in-bed feed of fuel in 

the past. Ross et al. [10] used a lab-scale bubbling fluidized bed to study the influence of feed positons. They measured the gas compositions at different axial locations and found a higher concentration of C –C hydrocarbons when the feed position was on the bed surface. In 1 3 

another work, Vriesman et al. [11] studied the influence of feed positions on the nitrogen conversion into NH and HCN in a fluidized bed gasifier at different temperatures and equiv-3

alence ratios. They found that the feed positions do not influence the product gas. Di Celso et al. [12] investigated the influence of feed positions on fluidized bed gasification and con-cluded that the in-bed feed position has improved carbon conversion compared to on-bed feeding. There is very limited literature available to illustrate the effect of feed positions in the gasifier using a computational particle fluid dynamics (CPFD) model.  

In this work, a CPFD model is developed using the commercial software Barracuda to 

study the influence of the feed position. Experimental data are obtained from gasification of wood pellets in a pilot-scale bubbling fluidized bed reactor. A computational setup is devel-oped and the results from the simulations are compared with experimental data to validate the model. The CPFD model is used to study the influence of on-bed and in-bed feed positions on the product gas yields, char conversion, and bed behavior. The CPFD model developed in this work can be used to design and study a pilot-scale and industrial scale gasifier. 

2  EXPERIMENTAL STUDY OF BIOMASS GASIFICATION 

2.1  Experimental setup

The experimental setup consists of a cylindrical reactor with inner diameter of 0.1 m and height of 1.0 m. The reactor is made of stainless steel, and the thickness of the walls is 4 mm. The reactor is heated up with three electric heating elements mounted externally on the wall of the reactor. To prevent heat loss, the outer surface of the reactor is insulated with 200-mm-thick fiberglass and the inner surface is coated with a refractory material. Five pres-sure sensors and five thermocouples, which measure the change in pressure and temperature during the operation of the reactor, are attached at different heights. Figure 1 shows the exper-imental setup, the dimensions of the reactor, and the dimensions of the wood pellets used in this work. The biomass from the silo (A) is conveyed to the reactor (B) via a cold screw attached to the silo and a hot screw connected to the reactor. The feed rate of the wood pellets is calibrated by measuring the average flow rates at specified motor speeds. The mass flow rate of air supplied to the reactor is measured with a BROOK air flowmeter. An electric heater is used to heat the compressed air before it is passed into the reactor. The outlet of the reactor is open to the atmosphere and the product gas passes through the flaring system (D) where it is burned to avoid direct discharge of combustible gases to the atmosphere. A sampling line (C) is connected at the top of the reactor and the collected gas samples are measured in an offline SRI gas chromatograph (GC). The GC has a thermal conductivity detector (TCD) and 
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Figure 1:  Experimental setup: (a) experimental rig, (b) wood pellets, (c) reactor dimensions.

 

Table 1: Properties of the particles.

Particle volume 

Material      Density, ρ      Mean diameter Sphericity,      fraction, p φ pεp

Sand         2600 kg/m3    d = 0.292 mm    0.86           0.52 m

Wood pellets             3 1300 kg/m     8.9 mm           -               0.44

 

uses helium as the carrier gas. The GC can measure the major components  of the gas sample. Table 1 shows the density (, mean diameter , sphericity (), and volume fraction () of the par-ticles.

The experiment is carried out as a continuous process where the air flow rate is 2 kg/h and 

the feed rate of wood pellets is 2.42 kg/h. The wood pellets are cylindrical in shape with 6 mm diameter and 3–30 mm length. Sand particles of mean diameter 292 µm are used as the bed material. The mean particle size of the sand is obtained using sieve analysis, and the volume equivalent spherical diameter of the wood pellets is calculated from eqn (1): 

6    1 V 

d        P     (1)

m s ,       p    =         3

where V is the mean particle volume and  is the mean volume equivalent spherical particle P

diameter.

2.2  Experimental results

The air to fuel ratio is maintained at a constant value with a continuous air supply of 2 kg/h and a feed rate of wood pellets of 2.42 kg/h. A static bed height of 0.2 m is used for the exper-iment. Initially, the bed material is heated with both an electric heater and pre-heated air up to 750 ℃. The temperature of the reactor is maintained at .

Figure 2a shows the temperature variation in the bed with time measured by the temper-

ature sensor T2. As soon as the wood pellets are fed into the reactor at , volatile gases are released consuming heat from the system. The drop in temperature during volatilization is marked as ∆ T. The corresponding pressure variations of the bed, measured by pressure 226        R. Jaiswal, et al., Int. J. of Energy Prod. & Mgmt., Vol. 5, No. 3 (2020) 
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Figure 2: (a) Temperature and (b) pressure in the bed at air velocity 2 kg/h.

 

sensor P1, are shown in Fig. 2b. Since the P1 sensor is located at the bottom of the bed, it gives the total pressure of the bed. The increase in pressure drop from 15 to 18 mbar is due to the increasing wood pellets’ load on the bed during the experiment. The pressure after 134 s is about constant, indicating that the amount of wood pellets added to the bed and the rate at which the wood pellets are converted into product gases and char are constant. Three samples of the product gases are taken at 15-minute intervals and analyzed in the GC. The average molar percentages of the product gases from the three samples are calculated and considered as the representative values of the product gases. The average molar percent-ages of CH CO CO N H and O , , , , in the samples are 4.97%, 17.09%, 15.58%, 42.5%, 4 2 2 2 2

19.08%, and 0.69%, respectively. 

3  COMPUTATIONAL MODEL

A cylindrical geometry with the same dimensions as the reactor used in the experiment is drawn in AutoCAD and imported to Barracuda. A uniform grid of totally 5120 cells is gen-erated using the default grid setting available in Barracuda. Pressure and flow boundary conditions are defined at the top and bottom of the reactor as shown in Fig. 3. Data points are located at different heights along the reactor to measure pressure, temperature, and gas compositions. Two positions, on-bed and in-bed, at heights of 24 and 4 cm from the bottom of the reactor, are used to feed biomass into the reactor. The close pack volume fraction is 0.63 and the maximum momentum redirection from collision is 40%. The normal-to-wall momentum retention and tangent-to-wall momentum retention are 0.3 and 0.99, respec-tively. 

In the CPFD model, it is assumed that the volatilization of biomass is an instantaneous 

process. As soon as the biomass is fed into the reactor at 700–800℃, the volatile compo-nents are released and the char particles left after volatilization of biomass are gasified at a sufficient temperature and air flow rate. The degradation of biomass into volatile compo-nents and char follows various reaction routes. The major reactions and the corresponding kinetics for the gasification process used in this work are taken from literature and are listed in Table 2. 

The biomass in the CPFD model is initialized as volatile components, char, and ash. The 

composition and quantity of the volatile components, char, and ash used in the CPFD model are obtained from proximate analysis of wood pellets as listed in Table 3.
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Figure 3: Boundary conditions and transient data points used in the CPFD model.

Table 2: Reactions and rate kinetics used in the CPFD model.

Chemical reactions                Kinetics

 

Char partial combustion [13]                                  − 10 13590 r = 4.34 × 10 m θ exp [O ] 2C + O ↔ s f 2CO   2 2 T

 

CO oxidation [13]                                     −16000 12          0.5 r = 5.62 × 10 exp [CO][O ] CO + 0.5O ↔ CO  T  2 2 2

 

H oxidation [14]                                       −17610 2 11          0.5 r = 5.69 × 10 exp [H ][O ] 2 2 H + 0.5O ↔ H O   2 2 2 T

 

CH oxidation [13]                                           −24357 11 −1  4 r = 5.0118 × 10 T exp CH + 2O ↔ CO + 2H O  T  4 2 2 2 [CH ][O ] 4 2

 

Water gas shift reaction [13]                                 −36640 10      0.5 r = 7.68 × 10 T exp [CO][H O] CO + H O ↔  2 CO + H T  2 2 2

 

Methane reforming [15]                              −15042 5 r = 3.00 × 10 exp [CH ][H O] 4 2 CH + H O ↔ CO + 3H   4 2 2 T
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Table 3: Properties of wood pellets (proximate analysis).

Components

Moisture content              7%

Volatile matter                  78.75%

Fixed carbon                  14.4%

Ash content                   0.279%

LHV                18.94 MJ/kg

4  RESULTS AND DISCUSSION

In this section, CPFD model validation, influence of the feed positions on the composition of the product gas, and bed hydrodynamics are presented and discussed.

4.1  Model validation 

CPFD models in Barracuda use the multiphase particle in cell approach, where gas–solid interaction is modelled using the combined Eulerian and Lagrangian approach. With the CPFD setup described in Section 3, simulations are carried out using the Wen and Yu drag model. The simulations are performed for 700 s with a time step of 0.001 s. The molar com-position of the product gas is measured in the upper part of the gasifier. The product gas compositions obtained from the simulation and experiment are compared in Fig. 4. The results show that the CPFD model is predicting the gas compositions very well. 

The product gas compositions in the gasification process is dependent on temperature, 

residence time, interaction of biomass with bed material, and the gasifying agent. The bio-mass breaks thermally into volatile components, char, and tar following different reaction routes. Figure 5 shows the variations in the product gas composition with time when the wood pellets are fed in-bed. The product gases are more stable in the case of in-bed feed of wood pellets compared to on-bed feed shown in Fig. 6. The wood pellets have a density approximately half of that of sand particles. When the bed is fluidized and the wood pellets are fed close to the bottom of the reactor (in-bed), the wood pellets have sufficient time and contact area to interact with the heated bed material and the fluidizing gas before they are 
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Figure 4: Product gas compositions from the CPFD model and experiment.
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Figure 5: Composition of product gases with in-bed feed of wood pellets.
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Figure 6: Composition of product gases with on-bed feed of wood pellets.

 

transported to the upper region of the bed. This means that the wood pellets react in the bed and the solid fuel particles reaching the surface of the bed are mainly char. Mixing of the wood pellets with the bed material is limited in the case of on-bed feeding, and poor mixing results in larger variations in gas composition with time. 

The composition of the product gas predicted by the CPFD simulations with on-bed and 

in-bed feed is compared in Fig. 7. The results show that with in-bed feed of biomass, the molar fraction of CH and CO in the product gas increases from 7.3% and 17% to 7.8% and 4

23.4%, respectively. The presence of sufficient char inside the bed and longer interaction time of the char with the bed material and oxygen enhance the partial combustion reaction, result-ing in a significant increase in CO. The fractions of H and CO are increased in the case of 2 2 on-bed feeding compared to the case of in-bed feeding. The main part of oxygen from the gasifying agent (air) is consumed near to the surface of the bed. The oxidation reaction routes of CO, H , and CH are dominant, which increases the H O and the CO fractions. Due to 2, 4 2 2 the increase in H O in the free board, the water gas shift reaction increases producing more 2

H and CO . 2 2
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Figure 7: Average product gas compositions for on-bed and in-bed feed.

4.2  Char conversion

In the CPFD model, the mass of sand particles is assumed constant, whereas the biomass varies due to the convertion of biomass into a product gas, char, and tar. Thus, change in the total mass of the bed is only dependent on the biomass conversion rate in the bed. The total particle mass of the bed versus time for the on-bed and in-bed feed positions is presented in Fig. 8. For the same amount of biomass feed, the total mass of the particles is higher in the case of on-bed feed compared to in-bed feed. The total mass of the bed increases sharply initially and decreases after a certain period of time. The rapid increase in the total mass of the bed at the beginning is because the conversion rate of the char is slower. At this stage, maximum heat from the system is utilized for volatilization of biomass, followed by the dominant endothermic reactions. After a certain period of time, the exothermic reaction routes compensate the heat loss from the system, which increases the char conversion rate. The total mass of the bed thus increases gradually. It can be seen from Fig. 8 that during the first 100 s, the total mass of the bed increases at the same rate for both cases. After 100 s, increment in total mass of the bed is higher in the case of on-bed feed because the biomass dropped on the surface of the bed does not interact uniformly with the bed material. This results in more char particles to remain unreacted and to accumulate on the surface of the bed, increasing the total mass of the bed.

[image: ]

 

Figure 8: Change in total mass of the bed with time.
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Figure 9:  Particle species of the bed at 221 s. In-bed feed to the left and on-bed feed to the

right.

4.3  Bed hydrodynamics

The density of the wood pellets is approximately half of the density of sand particles. When the bed is fluidized and the wood pellets are fed near the bottom of the reactor, they are trans-ported to the upper region of the bed with time. The movement of fuel particles from lower to upper region is dependent on the superficial gas velocity and the rate of consumption of fuel inside the bed. Figure 9 compares the distribution of fuel particles inside the bed for on-bed and in-bed feed after 221 s. It shows that the fuel particles are mixed with the bed material in the case of in-bed feed. Before the particles are transported to the surface, they have sufficient time to interact with the bed material and air, increasing the gasifier perfor-mance as discussed in sections 4.2 and 4.3. With on-bed feed, the fuel particles are segregated and remain accumulated on the surface of bed, affecting the char conversion rate. Mixing of the fuel particles can be enhanced by increasing the superficial gas velocity. However, for maximum gasifier efficiency and provided air to fuel ratio, the increment of superficial gas velocity is limited to operate the gasifier in a specified operating regime [16].

5  CONCLUSION

A CPFD model developed in Barracuda VR in this work is used to predict the effect of on-bed and in-bed feed positions on the gasification process. The CPFD model is developed and validated against experimental data from a pilot scale bubbling fluidized bed gasifier. Wood pellets are used as the feed and air as the fluidizing gas. The product gas compositions and char conversion are measured for the on-bed and in-bed feed positons of biomass. The influ-ence of the feed position on the product gas composition, char conversion, and bed behavior is investigated. 

The result shows that the volume percentages of CH , CO, H , CO , and N in product gas 4 2 2 2

for the on-bed case are 7.3%, 17%, 15.7%, 17.7%, and 42%, respectively, and for the in-bed case, the volume percentages are 7.8%, 23.4%, 9.1%, 13.6%, and 40%, respectively. The increase in the fraction of CO in the case with in-bed feed is due to the enhanced char partial combustion route. In the case of on-bed feed, the H O fraction increases in the free board, 2
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which enhances the water gas shift reaction and increases H and CO fractions in the product 2 2 gas. It is found that for the same amount of biomass feed, the mass of unreacted char is higher when the biomass is fed above the surface of the bed. In addition, the accumulation of char occurs on the surface of the bed. The residence time of the biomass increases when it is injected near the bottom of the bed, which provides sufficient time for the biomass to interact with the bed material and the gasifying fluid. In the case of in-bed feeding of biomass, the biomass is well mixed and distributed inside the bed, and thus the conversion of char occurs efficiently. The developed CPFD model is able to predict the product gas compositions, fuel conversion, bed hydrodynamics, and the product gas composition under different operational conditions, and will be important for further simulations and design purposes.
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ABSTRACT

The efficiency of a gasification process is directly related to the rate of biomass conversion into product
gas. The rate of fuel conversion depends on the interaction of fuel with the bed material, the gasifying
agent, and the residence time of fuel particles. The interactions and the residence time depend on the
fuel feeding positions along the height of the reactor. Thus, the fuel feeding position in a gasification
reactor is an important parameter that influences the efficiency of the gasification process; longer resi-
dence time of the fuel particles in the bed enables efficient carbon conversion and less tar formation.
In this work, in-bed and on-bed feed positions of the fuel particles have been investigated using a
computational particle fluid dynamics (CPFD) model. The model is developed and validated against
experimental data obtained from a bubbling fluidized bed gasification reactor. Experiments were car-
ried out in a 20 kW pilot scale bubbling fluidized bed gasification reactor. Wood pellets of 3-30 mm
length and 5 mm diameter are fed into the reactor at a mass flow rate of 2.4 kg/h. The molar flow rate
of the producer gas, which typically consists of CH,, CO, CO,, and H, for both the in-bed and on-bed
cases, is calculated by the CPFD model. The results show that CO and CH, concentrations increase in
the product gas when the biomass is fed at the location near to the bottom of the bed, while CO, and H,
increase in the case of on-bed feed. The fuel particles segregate, followed by partial combustion of the
smaller fuel particles on the bed surface in the case of on-bed feed. The total mass of the bed including
unreacted char is higher for on-bed feed, indicating that the char is consumed slowly. The CPFD model
can predict the product gas compositions, the fuel conversion, changes in the bed hydrodynamics, and
the product gas yield at different feeding positions of the fuel particles. Thus, the model can be useful
for design purposes.

Keywords: computational particle fluid dynamics, feed positions, fluidized bed, gasification, wood
pellets.

1 INTRODUCTION
Gasification of biomass is a sustainable conversion technology to cope with an increasing
environmentally friendly energy demand. The interest for gasification using fluidized bed is
growing, since the process provides uniform heat transfer and fuel flexibility [1]. Ideal mix-
ing of the fuel particles, the bed material, and the gas phase promotes excellent heat transfer
in a fluidized bed. The efficiency of the gasification process is determined by the conversion
rate of biomass (to the product gas) [2]. The conversion of solid biomass into producer gas is
a complex thermochemical process that occurs in several steps. The first step is drying and
devolatilization. The volatile components are released as soon as the biom: fed into the
reactor, and this step is known as pyrolysis. The char remaining after volatilization of bio-
mass is gasified at temperatures in the range of 700°C-800°C using steam or air as the
gasifying agent. For a given feedstock, the quality of the product gas is dependent on the air
to fuel ratio [3, 4], the temperature of the reactor [3]. the residence time of fuel in the reactor
[5. 6], and the feed position [7]. The feed position of biomass to the reactor influences the
distribution of biomass inside the bed, and thus the fuel conversion efficiency. The conversion
rate of biomass is dependent on the contact time between the biomass and the gasifying agent
and the amount of heat the biomass requires for chemical conversion. The density difference
between the bed material and the biomass causes particles to segregate in a fluidized bed.
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